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This Notice Expires 1 April 1973 


ORGANIZATION HN 1-85 
1 March 1973 


REDESIGNATION OF 
THE DIRECTORATE OF PLANS 
The Directorate of Plans will hereafter be known as the 
Directorate of Operations. The title "Deputy Director for Plans" 
has been replaced by the title "Deputy Director for Operations" 


(DDO). 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


JOHN W. COFFEY 
Deputy Director 
for Support 
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